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THANK YOU very much for your recent request for the enclosed Sprague technical data. For 
concerning these and other Sprague Products, including prices and delivery, please call upon th 
sales office listed below. 



ler information 

. ^ 

'^^arest Sprague 


ALABAMA 

In Huntsville, write 
to Washington, D. C. office 
or call Operator and ask for 
WX4000. No charge for WX calls 

ARIZONA 

Sprague Electric Company 
Guaranty Bank Bldg. 

3550 N Central Ave. 

Phoenix, Ariz. 85012 
Tel. (602) 279-5435 

CALIFORNIA 

Sprague Electric Company 
1 2870 Panama Street 
Los Angeles, Calif. 90066 
L.A. Tel. (213)870-0161 
S.M. Tel. (213)391-0611 

William J. Purdy of Calif. 

3 1 2 Seventh Street 

San Francisco, Calif. 94103 

Tel. (415) 863-3300 

*Refrigeration Components, Inc. 

1448 West 240th Street 
Harbor City, Calif. 90710 
Tel. (213) 325-3420 

COLORADO 

Sprague Electric Company 
5670 E. Evans Ave. 

Denver, Colo. 80222 
Tel (303) 756-3611 

CONNECTICUT 

Sprague Electric Company 
Trumbull Park Business Center 
935 White Plains Road 
Trumbull, Conn. 0661 1 
Tel. (203) 261-2551 

DISTRICT OF COLUMBIA 

Sprague Electric Company 
3900 Wisconsin Avenue, N. W. 
Washington, D. C. 20016 
Tel. (202) 244-6006 

FLORIDA 

Sprague Electric Company 
1439 Gulf to Bay Blvd. 

Clearwater, Fla. 33515 
Tel. (813) 446-0466 

GEORGIA 
*Joe E. Parker 
P.O. 13043, Station K 
1818 Sheridan Rd., N. E. 

Atlanta, Ga. 30324 
Tel. (404) 634-2451 

ILLINOIS 

Sprague Electric Company 
5942 West Montrose Avenue 
Chicago, III., 60634 
Tel. (312) 685-6400 

*Refrigerants, Inc. 

3422 Main Street 
Skokie, III. 60077 
Tel. (312) 675-4000 

INDIANA 

Sprague Electric Company 
251 1 East 46th Street 
Indianapolis, Ind. 46205 


MASSACHUSETTS 
Sprague Electric Company 
Marshall Street 
North Adams, Mass 01247 
Tel. (413) 664-4411 

Sprague Electric Company 
343 Washington Street 
Newton, Mass. 02158 
Tel. (617) 969-7640 

MICHIGAN 

Sprague Electric Company 
259 CoJIingwood 
Ann Arbor, Mich. 48103 
Tel. (313)761-4080 
In Detroit, call Operator and 
Ask for Enterprise 7498 
No charge for Enterprise calls 

*Mareco, Inc. 

1 20 North Winter Street 
Adrian, Mich. 49221 
Tel. (313) 263-1333 

MINNESOTA 
HMR, Inc. 

9 East 22nd Street 
Minneapolis, Minn. 55404 
Tel. (612) 335-7734 

MISSOURI 

Sprague Electric Company 
500 Northwest Plaza 
St. Ann, Mo. 63074 
Tel. (314) 291-2500 

NEW JERSEY 

Sprague Electric Company 
Suite 1 06, Northgate Plaza 
Camden, N. J. 08102 
Cam. Tel. (609) 966-1776 
Phila. Tel. (215) 925-3066 

NEW MEXICO 

C. T. Carlberg and Associates 
P. O. Box 3177, Station D 
Albuquerque, N. Mex. 87110 
Tel. (505) 265-1579 

NEW YORK 

Sprague Electric Company 
50 East 41st Street 
New York, N. Y. 10017 
Tel. (212) 679-1195 

^Eastern Component Sales Co. 
15 Bellemeade Ave. 
Smithtown, L. I., N. Y. 1 1787 
Tel. (516) 724-3600 

William Rutt, Inc. 

475 White Plains Rd. 
Eastchester, N. Y. 10709 
Tel. (914) 779-4100 

NORTH CAROLINA 

Sprague Electric Company 
928 Burke Street 
Winston-Salem, N. C. 27101 
Tel. (919) 722-5151 



OHIO 

Sprague Electric Company 
24 North Main Street 
Chagrin Falls, Ohio 44022 
T el. (216) 247-6488 

Prague Electric Company 
224 Leo Street 
Dayton, Ohio 45404 
Tel. (513) 223-9187 
In Cincinnati, Call Operator and 
Ask for Enterprise 3-8805 
No charge for Enterprise calls 

TEXAS 

Sprague Electric Company 
Suite 545, First Bank and Trust Bldg. 
Richardson, Texas 75080 
Tel. (214) 235-1256 

WASHINGTON 

Sprague Electric Company 
4601 Aurora Ave. North 
Seattle, Wash. 98103 
Tel. (206) 632-7761 

□ □ □ 

CANADA 

Sprague Electric of Canada, Ltd. 

1 0 Bertal Road 
Toronto 1 5, Ont., Canada 
Tel. (416) 766-6123 

Sprague Electric of Canada, Ltd. 
860 Decarie Blvd. 

Ville St. Laurent 
Montreal 9, P. Q. Canada 
Tel. (514) 747-7811 

EUROPE 

Sprague Electric (U. K.) Ltd. 

Trident House 
Station Road 

Hayes, Middlesex, England 
Tel. 01.573-8833, Telex 261524 

Sprague World Trade Corp. 
Utoquai 4 1 

8008 Zurich, Switzerland 

Tel. 051 47-01-33, Telex 53876 

Sprague G.m.b.H. 

6000 Frankfurt am Main 
Kettenhofweg 131 
West Germany 
Tel. 77-50-72, 77-59-17 
Telex 414008 

Sprague France S.A.R.L. 

14-16, Rue Gabriel Peri 
92-Montrouge, France 
Tel. 655-19-19 
Telex Sprague 25697F 

Sprague-Creas, S. p. A. 

Viale Legioni Romane, 27 
Milano (S. O. 18), Italia 
Tel. 4034245,Telex 32012 

HONG-KONG 

Sprague World Trade Corp. 

P. O. Box 14289 
Hong Kong 
Tel. 70-5254 




Tel. (317) 546-4911 

*Airconditioning and Refrigeration Components Only. 

If you would like additional copies of the enclosed literature for others in your organization, you may secure them from 
the nearest sales office listed above or from the Technical Literature Section, Sprague Electric Company, North Adams, 
Massachusetts. 
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